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TO AMEMBASSY LONDON NIACT IMMEDIATE 

UNCLAS STATE 158751 

FOR SCICOUN GRANGER 

E.O. 11652: N/A 


Message Text 


TAGS: TPHY, TBIO, OSCI, UK 

SUBJECT: LASER TREATMENT TECHNOLOGY IN CLINICAL CANCER 


REF: TELECON WITH BLANCHARD 


1 . MORE INFORMATION (E.G. SITE OF CANCER) SHOULD BE KNOWN 
PRIOR TO REFERRAL OF PROBLEM TO EXPERT. 


2. BASED ON INFORMATION REF TELECON, WE SUGGEST YOU CONTACT 
DR. ELI GLATSTEIN, ACTING CHIEF, RADIATION AND ECOLOGY 
BRANCH, CLINICAL CENTER, NIH, BETHESDA, MARYLAND, 20014 
(ROOM B3B38). DR. GLATSTEIN'S TELEPHONE NUMBER IS (301) 

496-5457. VANCE 


UNCLASSIFIED 
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